AMENDMENT NO. 3 OCTOBER 2016 
TO 
IS 14735 : 19S99UNPLASTICIZED POLYVINYL CHLORIDE 
(UPVC) INJECTION MOULDED FITTINGS FOR SOIL 
AND WASTE DISCHARGE SYSTEM FOR INSIDE AND 
OUTSIDE BUILDINGS INCLUDING VENTILATION AND 
RAIN WATER SYSTEM — SPECIFICATION 


(Page 3, clause 9) — Insert the following at the end: 


‘However post moulding fabrication on injection moulded fittings is permitted’. 
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